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de The attached change request je forwarded for your evaluation 
and recommendation, 


a. Tt was the uierstanding of this office that adequate quantities 


25X1A 2nd Ind 


1. The equipment of diems 2 through 5 i i 
g. is recommended for inclusion 4 
for each detachment and the Test Site, Specific description of the oe 
ee should be established by Eastman Kodak since they fumished the 70 mm pro- 
cessor and presumably would furhish associated equipment, 


2. The requirement for iten 1, Kodak Process Cont i fi 

Should be evaluated by Eastman Kodak in light of Snir cee oe fa 

prove and to increase the accuracy of the control of the 70 mn processia. aoe 

Sensitometer 735602-005 now in ME (iten L-O053) provides Simple first aa 
25X1A ganna control. It is possible that more complex equipment js required oe - 

eatuds Rare splaareeed the processing. We will undertake further study of 

ati a 1 i 
ain ak - frances of the Hycon Sensitometer 735602-005 using the 
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